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Message Text 

UNCLASSIFIED 

PAGE 01 BANGKO 03873 180907Z 
ACTION EA-09 

INFO OCT-01 ISO-OO SY-05 /015 W 

180941 091550/23-12 

R 180828Z FEB 77 
FM AMEMBASSY BANGKOK 
TO SECSTATE WASHDC 9406 
INFO USLO PEKING 
AMCONSUL HONG KONG 

UNCLAS BANGKOK 3873 

E.O. 11652: N/A 
TAGS: AFSP ASEC 

SUB J : EMERGENCY GENERATOR FOR USLO PEKING 

REF : HONG KONG 1035 TO SECSTATE, 

STATE 020407 AND 033158 

HONG KONG FOR RSS 

THE FOLLOWING AVAILABLE INFORMATION IS PROVIDED AS REQUESTED REFTEL 
1035, PARA 4: 

1 . CATERPILLAR DIESEL ENGINE AND GENERATOR, 200/400V, 50HZ, 

200 KW/250KVA, 3 PHASE, 4 WIRE, DELTA OR WVE CONNECTION. 

UNIT WAS POWER STANDBY AND WAS OVERHAULED DURING 1976, AND 
IS IN APPARENT GOOD CONDITION. THE UNIT IS COMPLETE WITH 
AUTOMATIC SWITCHING PANEL. CATERPILLAR BANGKOK SAYS 
UNIT CAN BE RE-TAPPED 1 10/220; 50 HZ. 

2. GENERAL MOTORS DIESEL ENGINE, KATO GENERATOR, 120/208V-348 
AMP 240/4 16V- 174 AMP, 60 HZ, 900 RPM, 3 PHASE, 4 WIRE, DELTA OR 
WYE CONNECTION. THE GENERAL CONDITION IS FAIR, THE ELAPSE TIME 
IN OPERATION INDICATED AT 4660 HOURS. 

3. THE REMAINING GENERATORS ARE 100 KW GENERAL MOTORS DIESEL WITH 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BANGKO 03873 180907Z 

KATO GENERATORS. THESE GENERATORS ARE STILL UNDERGOING 
REPAIR AND IT WILL BE QUITE SOME TIME BEFORE THEY ARE READY 
FOR OPERATION. 

4. RECOMMEND CATERPILLAR PARA ( 1) AS SUITABLE FOR PEKING. 

WHITEHOUSE 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 18-Feb-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977BANGKO03873 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770058-0511 
Format: TEL 
From: BANGKOK 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770229/aaaaazih.tel 

Line Count: 61 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: faad7cc4-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 HONG KONG 1035 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 01 -Dec-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3286544 
Secure: OPEN 
Status: NATIVE 

Subject: EMERGENCY GENERATOR FOR USLO PEKING 
TAGS: AFSP, ASEC 
To: STATE 
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